Needle Valve supplier in Sharjah 


Middleeast Valve is famous for Needle Valve Supplier in Sharjah. We supply good quality of valves to 
Kong, Shinas, Jebel Ali, and Laft . It is a type of valve used to regulate the flow of fluid, typically gases 
or liquids, through a small-diameter orifice with a pointed, needle-like plunger. It is designed to 
provide precise control over the flow rate and is commonly used in applications where fine 
adjustments to flow are required. 


The main components of a needle valve typically include a body, a bonnet, a stem with a pointed 
plunger, and a handle or knob for manual operation. The plunger is attached to the stem and can be 
raised or lowered by rotating the handle or knob, allowing the orifice to open or close to control the 
flow of fluid. The pointed shape of the plunger provides a high degree of control, allowing for fine 
adjustments to the flow rate. They are often used in systems that require flow control in low flow 
rate applications or in situations where the fluid being controlled is corrosive or sensitive to changes 
in flow rate. Needle valves are available in various materials, including stainless steel, brass, and 
other alloys, to suit different fluid types and operating conditions. 


Middleeast Valve is one of the great Needle Valve Supplier in Sharjah and are designed for fine 
control of flow and are not typically used for applications that require fast or frequent adjustments 
to flow rates. They are best suited for applications where precise and gradual adjustments to flow 
are needed. Proper installation, operation, and maintenance of needle valves are important to 
ensure reliable and accurate flow control. 


Advantages of needle valve:- 


@ The size of needle valves is smaller. 


© Atlowrates, the flow control is extremely accurate. 

© Accurate flow rate adjustments are possible. 

@ They are capable of being throttled. 

@ These valves are simple to shut off. 

@ For the purpose of heating hot water, needle valves serve as bleed valves. 


Uses of needle valve:- 


@ Flow control 

© In pump start 

@ Pressure regulation 
© Turbine by-pass 

@ = Flow discharge 

e 


Air regulation 


Description: 

Materials: SS316, SS316L, Duplex, Inconel 625, SS304, CF8, CF8M, F51, F53, F55, 
Class: 150 to 2500 

Nominal Pressure: PN10 to PN450 

Size: 1/2” to 2” 

Ends: Threaded, socket weld, butt weld 

Operations: Hand wheel operated 


Visit us:- https://www.Middleeastvalve.com/product-category/needle-valve 


